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CHAI<-0809 
Copy ^ of 5 

T December 1959 


MEMOSAHIXM FOR 1 Chief, Contracting Branch, DPB-BD/P 
SUBJECT t Camera Heater/Blowere 


1. ®ii« office concurs in the requirement stipulated in seraoranduia, 
subject as above, dated 2 Deember 1959 from Chief, Operations Branch, DPD. 
It is requested that your office contact ZAC to determine the feasibility 
of installing a safety feature in the airing circuit to pre clude the 
heaters operating sfeen the blovere are not functioning* An BCP nfrnni* be 
initiated by the contractor and submitted in the normal manner for review 
by this Headquarters and authority to proceed. 


25X1 A 


Chief, Materiel Brandt 
dpd-db/p 


MB/dFD-DD/p ;TAD Bare 
Bist: I & 2 - c/Contr Br/BPD 
^ - C/Ops/BPD 

4 - c/mfim 

5 - MAT Chrcmo 
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